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FM USMISSION OECD PARIS 

TO SECSTATE WASH DC IMMEDIATE 6174 

CONFIDENTIAL OECD PARIS 1 1229 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, PL, UK 

SUB J : UK TAPE EVALUATOR TO POLAND - IL 1572 

REF: COCOM DOC (77) 288 

1. URGENCY REQUEST. ONE TYPE 1400 TAPE EVALUATOR AND 
ASSOCIATED SPARE PARTS, TOTAL VALUE $17,952. 

2. END-USER IS CENTROMOR, OKOPOWA 7, GDANSK. EQUIPMENT 
WILL BE USED WITH MAGNETIC TAPE UNITS HOUSED IN THE 4-52 
COMPUTER SYSTEM SUBMITTED TO COCOM IN DOC (73) 1034, 

INSTALLED AT STOCZNIA SZCZECINSKA IM A WARSKIEGO, 

UL. HUTNICZA 1,710642 SZCZECIN, POLAND (SHIPBUILDING 
YARD). DOCUMENT AND ATTACHED SPECIFICATION SHEET 
POUCHED APRIL 19. 

3. CONTRACT TO BE LOST IF SHIPMENT NOT MADE BY END 
APRIL. VIEWS REQUESTED BY APRIL 26. 
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